NATIONAL  SHRINE  OF  THE 
NORTH  AMERICAN  MARTYRS 

AURIESVILLE,  NEW  YORK 
Interior   view   of   the   open    Chapel   of   the  Martyrs, 
built    in    1894,    which    served    the    Shrine    until  the 
Coliseum    was    built   in    1930,   Over   the    altar  hangs 
a  beautiful  painting  of  the  North  American  Martyrs. 
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